LIST   OF   PLATES
PLATE
xxix. Rheims Cathedral: From the north, begun in 1211.
xxx. Lincoln Cathedral, chiefly 1192-1280.
xxxia. Lincoln Cathedral: The choir, begun in 1192.
xxxib. Lincoln Cathedral: The nave, roofed in 1233.
xxxii. Lincoln Cathedral: The Angel Choir, begun in 1256.
xxxni. Salisbury Cathedral: Chapter-house, c. 1275.
xxxiv. Southwell Minster: Capital from the chapter-house,
late 13th century.
xxxv. Bristol Cathedral: Choir aisle, 1298-1332.
xxxvi. Ely Cathedral: From the Lady Chapel, 1321-49.
xxxvn. Gloucester Cathedral: The choir, 1337-77.
xxxvnr. Gloucester Cathedral: The vault of the choir,
xxxix. Penshurst Place, Kent, begun c. 1341.
XL. Coventry: St. Michael's, I5th century.
XLI. SwafFham, Norfolk: Timber roof, 1454 or later.
XLII. Cambridge: King's College Chapel, begun 1446.
XLIII. ValladoEd: St. Paul's, c. 1490-1515. Designed by Sim6n
de Colonia.
XLIV. Nuremberg: St. Lawrence, choir, 1445-72.
XLV. Strassburg Cathedral: Portal of St. Lawrence, 1495.
XLVT. Florence Cathedral, begun 1296.
XLVII. FilippoBrunelleschi: Sto. Spirito, Florence, begun 1435.
XLVIII. Filippo Brunelleschi:  Foundling   Hospital,   Florence,
begun 1419.
XLIX. Luciano Laurana. (?): Courtyard of the Ducal Palace,
Urbino, c. 1470-75.
L. Leone Battista Albcrti: S. Francesco, Rimini, begun
1446*
LI. Leone Battista Alberti:  Palazzo Rucellai,   Florence,
1446-51.
LIT. Raphael: Palazzo Vidoni Caffarelli, Rome, c, 1515-20.
Lin. Donato Bramante: The Tempietto of S.  Pietro  in
Montorio, Rome, 1502.
LIV. Antonio da San Gallo: Palazzo Farnesc, Rome, 1530-46*
LV. Baldassare Peruzzi:   Palazzo  Massimi   alle   Colonne,
Rome, begun 1535.
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